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Message Text 

UNCLASSIFIED 

PAGE 01 JOHANN 00470 231310Z 
ACTION AF-10 

INFO OCT-01 ISO-OO EB-08 /019W 

129957 240008Z/23 

R 23091 1Z FEB 78 
FM AMCONSUL JOHANNESBURG 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 7312 
AMEMBASSY PRETORIA POUCH 

UNCLAS JOHANNESBURG 0470 

USDOC 

E.O. 11652: N/A 
TAGS: BEXP, SF 

SUBJECT: PRIVATE TRADE OPPORTUNITY - SPECIAL HANDLING 


1. 791/04/P0039 

2. 022378 

3.R. STEMPLE 

4.791 REP SAF 

5. Y - POWER SUPPLY CORP 

6A. WRITE AIRMAIL - 

6B. D.R. COCKBAINE - ASST SUPERINTENDENT (PTC AND I) 

6C. ELECTRICITY SUPPLY COMMISSION, 

CENTRAL GENERATING UNDERTAKING DIV., P.O. BOX 31787, 
BRAAMFONTEIN 2017 

7. CABLE: ESCOM TEL: 01 1/725-4180 TELEX: 8-6267SA 

8. 16/030/325 

9. 101 

10. 38294XX-0100: NUCLEAR RADIATION DETECTION AND 
MONITORING INSTRUMENTS SPECIFICALLY ALPHA MONITORS, 
BETA/GAMMA MONITORS, GAMMA SURVEY MONITORS, TRITIUM 
SURVEY MONITORS, NEUTRON ( THERMAL AND FAST) SURVEY 
MONITORS, LABORATORY COUNTING EQUIPT ( SOLID AND LIQUID) 
TRITIUM COUNTING EQUIPT, ENVIRONMENTAL LEVEL - LIQUID SCIN 
UNCLASSIFIED 


UNCLASSIFIED 


PAGE 02 JOHANN 00470 231310Z 


-TILLATION OR GAS FLOW SYSTEMS, TRANSPORTABLE AIR CONTAMINATION 
MONITORS, GELI DETECTORS FOR ISOTOPE IDENTIFICATION - WITH 
MULTICHANNEL ANALYSER PRINTER AND LIQUID NITROGEN PLANT, 
SCINTILLATION COUNTING EQUIPT, GAS FLOW PROPORTIONAL COUNTING 
EQUIPT, WHOLE BODY COUNTING EQUIPT, INTEGRATED DOSE MONITORS 
(PERIPHERAL MONITORS) 

3825XXX-0100: ELECTRONIC TEST INSTRUMENTS SPECIFICALLY 
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VOLTMETERS ( MULTI RANGE, VTVMS, DIGITAL, DIGITAL PROBE, 

SUB STANDARD/STANDARD DIGITAL, CLIPON AMMETERE, HIGH VOLTAGE 
METERS TO 10KV, H.F. AMMETERS TO 50 MHZ), OSCILLOSCOPES ( SINGLE, 
DOUBLE BEAM AND STORAGE) SINE-SQUARE-RAMP SIGNAL GENERATORS, 
PULSE GENERATORS ( DOUBLE PULSE, VARIABLE INTERVAL), TRANSISTOR 
TESTERS, RCL BRIDGES, LOGIC TESTERS, VARIABLE TRANSFORMERS. 
367XXXXX-0100: ELECTRONIC COMPONENTS ESPECIALLY HIGH STABILITY 
RESISTORS, WIRE WOUND RESISTORS, POTENTIOMETERS ( SINGLE TURN 
AND TEN TURN WITH INDEXERS), ALL TYPES CAPACITORS, DISCETE 
SEMI-CONDUCTORS, INTEGRATED CIRCUITS ( TTL AND CMOS), PULSE AND 
RECTIFIER TYPE DIODES, LOW POWER TO 50 AMP TRIACS, TRANSDUCERS 
( TEMPERATURE, PRESSURE FLOW RATE), PLASTIC COATED INSTRUMENT 
WIRE, ENAMEL WIRE, COAXIAL AND COMPOSITE SIGNAL TYPE CABLE, 
MULTICORE CABLES, EUTECTIC SOLDERS, SUCTION TYPE PENCIL TO 100 
WATT SOLDERING IRONS, CONNECTORS (BNC, MULTIWAY, PCB EDGE TYPE, 
CONTACT CLEANERS ( AEROSOL.) 

THESE COMPONENTS AND EQUIPMENT REQUIRED BY ESCOM FOR PERSONNEL 
MONITORING AND REPAIR AND MAINTENANCE ON KOEBERG NUCLEAR 
POWER PLANT. ESCOM ANTICIPATES INITIAL ORDER MAY 1978 WITH 
MAIOR ORDER IN MAY 1979 AND THEREFORE REQUIRES BUDGET PRICES 
ABD ESTIMATED DELIVERY DATES. ALL EQUIPT AND COMPONENTS 
TO CONFORM TO QUALITY ASSURANCE SPECS RELATED TO MIL 
SPECS, DIN SPECS OR DEF SPECS. 

11. CRITERIA A. 

JOHNSON 

UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 jan 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 23 feb 1978 

Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978JOFIANN00470 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D780084-1118 

Format: TEL 

From: JOHANNESBURG 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t19780223/aaaaatjd.tel 

Line Count: 86 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
Message ID: ea649ed1-c288-dd11-92da-001cc4696bcc 
Office: ACTION AF 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 29 mar 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: N/A 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 3508837 
Secure: OPEN 
Status: NATIVE 

Subject: PRIVATE TRADE OPPORTUNITY - SPECIAL HANDLING 
TAGS: BEXP, SF 
To: COM 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/ea649ed1-c288-dd1 1-92da-001cc4696bcc 
Review Markings: 
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